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ONE CENT. 




LARGEST IN THE CITY, 



Purely Bu tines*! 



afford to Klvo advertising "notices" 
fre« any more than a merchant cna 
toes over his oounterfree Rifts of dry 
good* or shooi. A newspaper la a le- 
gitimate business concern. Its col- 
umns are Its Mock In trade, and ad- 
vertisements should he paid for, no 
matter In what part of the paper the j 



Here! 

Is a Chance for 
Those Who Did 
Not Take Ad- 
vantage of Our 
1-3 Off Sale! 

By reason of the unprecedented larjre 
sale of Salts and Overcoats iu this Bale 
it left ns quite a lot of our finest Suit h 
and Overcoats in broken sizes; also 
quite a number of elegant Coats and 
Vests in Imported Clays, Cheviots and 
Unfinished Worsteds from which the 
Pants uever sold. If yon can find your 
■alie in any of these lots 

Yon can buy the 
garments for less 
money than the ma- 
terial in them costs. 

We are sroiug to close them out. First 
«ome. first choice. Don't miss this 



Look in our windows and you will 
see the 

Best 50-Cent 
Madras Bosom 
and Cuff Shirt 

in the world. They come iu all the 
newest spring shades. 

Look in our windows aud you will 
see the 

Best Line of 
MEN'S FINE 
SHOES 

in the state. Our prices are 9i, 92 50 
and tH. The qualities of these are 
Satin Calf aud Calf Skin. Our Knauiel. 
Russia Calf, Box Calf, Cordovau and 
Patent Leather Shoes are np to date. 

JJECHINGER&CO 



ITJMat »»> JTaw «to»«ef K»r thr S«*l 





I*r If you have friends visiting you, or If 
you are going away on a visit, please drop us a 

note to that efToct. 



tt Lexington, 
n has heen tue guest of h 



, Harry M. Crawford of the steamer City 
of Louisville is at borne for a few weeks, visit- 
ing bis parenta. 



IWAll matter t< 



Vf If you hate an item of news, 
pleate call up Thk L8DGBR, Telephone 



Fire Insurance — inbn C. Everett. 
Trv Traxel s delicious Buttercups. 
Clover 8eed at M. C. Russell & Son's. 



LEADERS IN FINE 

CL0THIN0 AND SHOES. 



For chapped bands and rough skin use 
Ray s Eliteine at Postofflce Drugstore. 

Dr.J.W. 
or's. 'Pnoneeo 

Landreth'i Sweet Peas. '-'■"> varieties, 6 
papers for 25c. ; also in bulk. At Cheno- 
reih's Drugst ore 

Educate Your llowels With Cusearets. 

Ciindv » •;i t li .1 i t it-, rnrf < ■im-.upailon forever. 
Oc iV. lie r «• f-li.,T :L'L'iv,sr»fnnd money. 

Fred A. Filch of Lewis couuty, boo lay 
law of Congressman Hugh, has been trans- 
ferred from the Railway Mail Service to 
the Bureau of Engraving and Printing at 
Washington City. 

Murphy the Jeweler is showing 
line of Banquet Lamps and Onyx top 
Tables at prices ibat will interest any one 
in need of goods in Ibis line, ('all and 
learn prices. Sole agent for B. & H 
Lamps. 

General W. B Taliaferro, a Mexican 
War veteran tind commander of the Vir 
ginia troops during the John Brown raid, 
a Major General in the Confederate 
Army and an ex Judge, died at his home 
in Gloucester county, Va , Sunday 




BEE HIVE 



W-sKA THAN TWENTY FIVE CASES AND BALKS RKA('HKI) 

Js^AAjtV us within the past few days, all tilled with new Spring Mer 

■ ■I^I^CT chandise— all of this great stock purchased di.ee from 
■ ■ Wrl m. manufacturers or their agents, enabling us to si ll tbem at 

■ £ W| W prices way below others. Home more great bargain arrivals 
™ " *" in our Dross Goods Department. A very superior Plaid, for 

rou usually pay 25c , we are selling at 15c. A great collection of Novelty 

Dress Goods, pretty patterns and colors, at 2ttc. and 39c. Tbo latest thing In thin 



which you us 

Dress Goods, pretty pi 

•tuffs, called "Egyptian Tissue" and used principally for shirt waists, selling in the 
•— — — «~- uk« . ..... .,..~ e 25c. Don t fall to se° |1>pl " 



metropolitan stores for 85c ; 



same bargain table you will find Fancy Colored Dimity, worth (Ho our price 5 f c. 
Besides a large line of Fine Organdies, regular l«c. quality, but sold here at 15Jc ; 
and then, too, tVrkinadea, splendid material for shirts and shirt waists, 8ic. 

Linens, Crashes, White Goods, Etc. o^ggg^mi^ & 

lions within the past week of Dimities, India Linens, Nainsooks, Damask and IJuck 
Towels. Table Linen ana Nankins at value* so great and prices so low that they will 



astonish you You will b 



>ck a critical inspection. 



EXTRA SPECIAL«««€€€€ 

or thla week we will sell PRIDE OF THE 
WEST BLEACHED MUSLIN, consid- 
ered the very beet of its kind made, one 
yard wide and never before sold under 
12#c., for the week only 10 1 .c. 

ROSEN AU BROS., 

KINGS OF JUOW PftlCMS* 



George W. Housley has been appointed 
Postmaster at Sunset. Fleming county. 

The frescoers are at work restoring the 
auditorium of the M. E Churcb, South. 

To Core Constipation Forever, 

TakoCuHi'urets Candy Cathartic. 10c < 



'. Pugh has introduced a bill grant 
in increase of pension to Eugene A. 



The Sixth Ward Fire Company will 
meet at the Streetcar Barn at 7 o'clock 
this evening. 

Prof Joseph B Skinner, President of 
Hamilton Female College, died at Lex 
ingum Monday, aged 50 

In lieu of the homestead in the lands 
of Mr George Wood he is to he paki the 
value thereof in money. 

Michael Murphy, an inmate of the 
County Infirmary, died Sunday and 
buried Monday at Washington. 

DeKalb Lodge. 1. O. O F , which has 
always prospered under a liberal and 
generous policy, last night voted $100 to 
the Washington Fire Company. 

Mrs. James H Arthur of Millersburg, 
sister of Mrs. H Duke Watson of this 
ity and Mrs William Gill of the county, 
suffered a stroke of pa ralysis Friday last 
The Phister properly on the Fleming 
pike caught Are from a defective flue 
about 4 o'clock yesterday afternobn. 
The prompt action of the fire department 
soon extinguished the flames, causing 
only a slight damage 

Harrison Anderson and Miss Hattie 
G.Lee were married yesterday morning 
at 7:30 o'clock at the home of the bride, 
620 East Third street. They left for 
Cincinnati and Indianapolis, where they 

will spend a few days 

Rev William Echclmeier of Ripley, 
who preaches quite ofton at the German 
Lutheran Church in this city, baa been 
:alled by the Trustees of the Newport 
German ProteBtant Orphans Home to 
>gain take charge ef that institution. 

A recapitulation of Ibis year's assess- 
nenl for Mason county has been com 
pleted and forwarded to the State Audi 
The total as returned by the Asses 
was 19,186,231. The County Board 
of Supervisors reduced this to $7,589,061 
In the Circuit Court yesterday Dr. G 
. Williams got judgment against the 
Beard of Education for J50 for the 
ground planB for the Fifth Ward School- 
house. The Board had "kicked" against 
payment, but a Jury settled the matter 
i the Doctor's favor. 
The Directors of the Y. M. C. A. will 
meet at the Cox Building at 115 p. m. to- 
day. Let every Director be present, as 
business of the utmost importance will 
come before the Board. Mr. Rosovear 
will arrive on the I 36. 

I. M Lank, President 



MBS. JULIA A. T0BIN. 



Death at an Early Hour This Morning at 
the Home of Her Daughter. 



The death of Mrs. Julia A. Tobin c 
currcd at 1:40 this morning at the hen 
of her daughter, Mrs. W. B. Grant, 2 
West Third street. 

Decoased whs 70 years of age, and w 

most estimable lady. 

She had been ill with aslhma. and b 
death will be learned with regret t 
many friends. 

The funeral will take place from e" 
Patrick's Church at 9 o'clock Fridi 
morning, with services by the Rev. A. ' 
Ennia. 

Burial at Washington. 

DR. MOLLOY'S LECTURE. 



I Subject, a Most Interesting One, I 
died in a Masterly Manner. 



The lecture on Napoleen and Waterloo, 
delivered last evening at the Central 
Presbyterian Church by the Pastor, Dr. 
J. C. Mollov, was one of the best ever 
given in this city. 

Dr. Molloy has certainly studied this 
•ubject. Beginning with bis travels in 
tbo Old World, his descriptions of the 
public and private buildings of Paris, bis 
voyage onward to London, Antwerp and 
other interealing points, be at once com 
manded the attention of his audience, j 

He led his hearers from one battle tti 
another in which Napoleon was a central 
figure, until at last he bad tbem on the 
battleground of Waterloo. 

Here bis matchless descriptions of the 
different advances of the leading forces, 
Illustrated by chart drawings, were most 
impressive and vividly pictured one of 

ie most Important scenes in history. 

Lastly his dealing with the unrivalled 
leadership of Napoleon, his character, 
influence, etc., closed one of the moat in 
teresUag lectures ever delivered here. 



On motion of Mrs. D. J. Bonner, D. J. 
Bonner will be named 
of Lucy J. Smith when 
security to be approved by the County 



We All 

Know 



Mrs. Elizabeth Arthurs, formorly of 
Aberdeen, died recently at her hoi 
Harville, III., aged about 78. She 
the mother of Mr. E. E Arthurs of 
Aberdeen. _ 

The H. E. Pogue Distillery Company 
has commenced work on a two-story 
brick building near tbeir plant in the 
West End where they will dry still slops 
for feeding purposes. The house will be 
fitted up with a patented process, and 
when dried the slop can be shipped to 
foreign points In sacks. The cost will be 
about f7,500. 

The ladies of the Washington Christian 
Church will give a supper and church 
social in the Public School Building at 
hat place on next Friday evening, March 
Itb. In addition to the supper, enter 
aining features of the evening will be a 
topical entertainment, or a three miautes 
discussion of popular subjects; also the 
dollar donation of the lady members of 
the Church and the story of how it was 
earned related by the contributing ones. 
An admission fee of 25 cents will be 
charged except for children under 12 
years of age, who will be-admitted for 15. 
cents The public cordially invited. 
Supper will be served at 7 p. m., and 



e things 



arc 



Beat •/ Alt 

cleanse the system in a gentle and truly 
beneficial manner, when the springtime 
comes use the true and perfect remedy 
Syrup of Figs Buy the genuine. Manu- 
factured by the California Fig Syrup Co. 
only, and for sale by all druggists at 50 
cents per buttle. 

No-To-Bac for Fifty Cents. 

C.uiinint<K-<l tobacco liatjit cure, makes weak 
men alrontf. blooU pure. M)c,*l. All druggista 

THE PROGRAM 



For the Sunday-School Meeting at Minerva 
Next Sunday Afternoon. 



President E Swift of the Mason County 
Sunday-school Union has announced the 
following program for the meeting to be 
held at Minerva next Sunday afternoon 
at 2:30 o'clock: 

to Meet the Needs for Better 

'—Prof. T. J. Curry 

'Relation of Parents to the Sunday- 
school" — J. 8. Wilson. 

"How to Secure Home Study of the 
Lesson"— Miss Birdie King. 

"Spirit and End of Teaching "— H. E. 
Gabby. 

All are cordially invited to atteud. 
Teachers and Sunday-school workers liv 
Ing within convenient distance are espe- 
cially requested to be present. 

The meeting will be held in the M. E. 
Church, South. 

MCE LITTLE SUM. 



Personal Estate of the Late John Wheeler 
Nets Unite a Nice Amount. 



The inventory aud appraisemeut of thi 
personalty of the late John Wheeler has 
:en lodged for record. 
It covers 03 long type written pages. 
The stock is appraised at $1,600, and ac 
ts. good, doubtful, bad and indiffer- 
ent, 11.273 71. 

The recapitulation of bis estate is as 
follows: 

Life insurance »5.915 20 

Cash 599 32 

Limestone Building Association 

stock 533 25 

Good sccounts 450 00 

Old notes 25 00 

Stock in store 1.000 00 

Total 19,122 77 

In addition to above there are a couple 
of pieces of real estate. 

ANOTHER ATTRACTION 



Added to "A Ureal Catastrophe" at Ceort 
bouse Tomorrow Night. 



Since our last report those iu charge of 
the benefit performance for tomorrow 

ight have the pleasure of announcing au 
additional attraction for the pleasure of 
the public. The Maysville Orchestra baa 
volunteered iu services aud will do the 

usical honors of the evening They 
will play many beautiful pieces and in a 

osi iuimitable way. 

The cast of characters for "A Great Ca- 
tastrophe" has but to be scanned to show 

vhat fun and joy the farce affords 
Jack Kennard. the Lover. H. LVUoeflich 
Deuais Mi! liken, the CaieaUODbe. . . . 

Joseph Evans 

Ben Trap, tbe U Englishman 

Dulin F. Moss 

Robert Drew, the Old Mao. Beu T. Cox 

Violet Drew, the Daughter 

Margaret D. Watson 

Dorolhia Primrose, the Governess. . . 

Llda Rogers 

Tilly Craig, the Maid, (stage struck) 

Sutanne Hall 

Two hours fun for 25 cents. All money 
goes towards building an Optra house . 
Show your Interest by going. 



There is a popular belief that 
eyes cannot be properly fitted out- 
side of an oculist's office, but we 
are constantly proving the incor- 
rectness of that belief. If you 
have a dull pain about the eye- 
ball, or if, when reading, the 
letters seem to run together, call 
and be relieved. We charge 
nothing for examination, and 
guarantee satisfaction in every 
case. 

BALLENGER, 
Jeweler and Optician. 



The members of Washington Fire Com 
pany will meet at Nepiune Hall thia eve 
ning. 

All varieties choice Northern Seed 
Potatoes for sale by 

Mavsvili.e 



Doat Tobacco Spit sad Muoke Tear Life Away. 

To quit tobacco easily and forever, be mas, 
netlc. lull of life, n.rn- and vluor, take No-To- 
Bae.tbewnndor-worloT. that makes weal 
strong. All druggist**, .'incur SI. Curegu 
teed. Booklet aud sample free. Address 
Sterling Remedy Co. . Chicago or New Y 

HAPPILY MARRIED. 



Miss Margaret Elitaaeth Harrliman for- 
merly or This City. Weds 
at Lexiigton. 




Mr. Edward Hite ef Paris and Miss 
Margaret Elizabeth Hardiman of Lex 
tou were married at the home of the bride 
in the latter city Monday afternoon at 4 
I'clock. 

The ceremony was performed by tbe 
Rev. Dr. Bartlett of the First Presbyte- 
rian Church. 

Messrs. George B. Doeher and Frank 
Weldon Remington accompanied tbe 
groom from Paris 

Mr. Hite is City Electrician of Paris 
and a young man with rainy friends. 

Mies Hardiman is the accomplished 
daughter of Mr. and Mrs. R. M. Hardi 
She was born in this city, and is a 
: of Mr. John Fansler and Mrs. R. R 
Frost. 

Tbey left on the afternoon Queen and 
rescent train for Cincinnati, from which 

place they will in a few days retur 

Paris, where they will reside. 



MISSES' and 
♦ CHILDREN S 



c 



hocolate 



HIGH SHOES. 



! J. HENRY PECOR. J 



Reviv 



d »iM. C Russell A Son's, 
tbe M E. Church 



every evening this week, beginning at 
7 p. m . conducted by tbe Pastor, Rev. 
F. W. Harrop. You are invited to these 
services. Come and a*Mst in tbe good 



I don't want your patronage because 
you have been friendly. I want it in a 
business sense because I can save you 
money and give you a guarantee signed 

by my bondsmen- 
First— That you will have no odor in 

your bouse. 
Second— That pipes can be drained to 

prevent freezing. 
Third — Workmanship will be Deat and 

durable. 

Fourth— All plumbing fixtures up t* 

date. 

These are facts well backed. 

^ Q K OROB H. T aUXEL, 

Among the very handsome jobs that 
Gilmore & Co have in hand is a magnifi- 
cent Cottage Monument for the late 8. A. 
Piper, President of the First National 
[. It is of beautiful design, massive 
in construction, and of tbe unrivaled 
Barre granite. Another elegant piece is 
sarcophagus for the late Madison 
Worthington. to be erected in the Ger- 
itown Cemetery. This with the 
handsome markers is also of Barre 
granite. Mr. John Murray, Manager for 
this firm, is a flrstclass artist, and all 
work entrusted to his care is sure to 
prove satisfactory in every respect. The 
fact the beat people in the coanty place 
tbeir orders with Gilmore & Co. ought to 
be sufficient proof of tbis. 




Kanawha 
g Coal!*** 

BURNS. ■ 

TOR SAI.I BY 

WM. DAVIS, 

OFFICE-EAST OF LIMESTONE BRID8E 

'PHOKK ft it. 



EARLY 
SEWING ! 



Tke advance sale of Seasonable Wash Goods Is full of lut- t for Indus- 
Sewlng in winter la |t pleasure; tti summer WltM sultry, hot 



trlou.i 
days d 

FOR INDKRWKAR. We have a full line of White GocwU. Nainsook* 
in neat stripes aud check* Me* 10c.. 15c. Dimities, plain aud corded, 10c.. 15c, 
life, ami 2."»c. Loug Cloth, 12»c. a yard; bolts of 12 yards #1 83. Fine Cambrics. 
7tc. All the favorite Muslins. Embroideries in edgw. insertions and all-overs. 
Wry full assortment. Beautiful patterns. 5c. to (1 per yard. 

NEW ARRIVALS. Tailor-made Suitings mixtures and checks that 
are exact duplicates of prettiest wool weaves, 12?c. Madras Cloth, especially at- 
tractive for Shirts aud Shirt Waists. Select striped and checked effects, 16ic. 
Ginghams in plaids and stripes of extraordinary loveliness. 10c. French aud 
Americau Percales- choice figured and striped patterns by the score, 10c., tM* 
Genuiue Glasgow Ginghams but detail is futile. We have everything in goods 
popular for early sewing. Wise women will buy aud plan now. 



D. HUNT & SON. 



■ 



public 



THOMAS A. DAVIS. 

■DITOII AND OWN It R 



♦ ♦♦♦♦♦♦»♦»»♦»♦»»♦♦♦»♦♦»♦»♦»♦»»♦♦♦♦♦♦»♦♦♦♦♦♦»»♦»♦»♦» . 
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With bread riots in various parts of 
Spain it looks like that country has 
troubles of her own at home, without 
the necessity of pulling the tail of the 
American Kagle. 

With only fourteen legislative iteyi 
remaining, the indications are that this 
General Assembly will make a record 
for enacting the smallest number of 



that's a record that it may well be 
proud of. 



The Dlngley Law tm fulfilled the 
promise of its framers. In its serenth 
month— February -it has produced an 
average of o?er ♦l,O0O,0(K> per day reve- 
nue, and presents the Treasury with a 
surplus in excess of the expenditures of 
the month. 

In the twenty-eight days of February 
the receipts were #28,572.338. a larger 
sum than any February since the inau- 
guration of President Cleveland. 

The expenditures were #2r,.72n,oio, 
leaving for the month a surplus of 
$1,845,358, the first surplus which the 
month of February has shown since 
the election of President Cleveland 
and his Free-trade Congress. 

The customs receipts alone were 
tl5.WO.C80, a sum larger than any 
February since the inauguration of 
President Cli- vrland. 

The average daily receipts during 
the month were #1.020.447. which Is 
over $17,000 per day in excess of the 
average daily expenditures during the 
past five years. The dally receipts, 
which in the first month of the Dlngley 
Law averaged #t;2'.i,7 , .«4 per diem, were 
in February an average of ♦1,020.447 
per diem, while the customs receipts, 
which In the first month averaged but 
•225.40.t per diem, averaged in February 
$537,181 per diem, an increase of about 
140 per cent. 

The total receipts during the first 
seven months of Its operation are 
nearly $17,000,000 in excess of those of 
the Wilson Law during the first seven 
months of its operation. 

All of the above figures, it should be 
understood, relate solely to the legiti- 
mate current expenses of the reveoue 
laws, aud do not include any of the 
reoelpts or expenditures growing out of 
the Pacific Railroad transactions of the 
past few months. 



| A GOOD THING 

PUSH IT ALONG! 

/(\ Bid you see those BABY CARRIAGES? The 

/j\ street teas full of them. We show thirty-four styles, rang- 
/i\ ' n 'J > u pffce from $2.45 to $34.85. We will have them 
4|S opened up and ready for your inspection by tomorrow 
morning, March 2d. They come in the handsomest colors 
and styles of Satin Damask, Silk Velours, Imported Cor- 
duroys, Silk Novelties, Leather and Carriage Cloth. You 
ought to see them. 

JOHN I. WINTER, 

MAYSVILLE, KY, 




THE PRICE FIGHTER. 




In a Bfteen page message Governor 
Bkadlkt reviewed, denounced and 
vetoed the McChord Railroad Extortion 
Bill, which he says is an attempt to put 
the state's greatest interest in the abso- 
lute power of three men, the Railroad 
Commissioners, with no appeal. 
Whether It can be passed over the 
Governor's veto is in doubt. The bill 
gives the Railroad Commission power to 
make and enforce maximum freight 
rates whenever complaint is made of 
alleged extortion or discrimination. 



The books of Spain show that the 
country Is hopelessly insolvent. This 
view is that of financiers, evidenced 
from the fact that while eight loans 
were authorized since the war in Cuba 
began, but two only were actually 



Debs— the Honorable Kit.enk V. 
Debs -the hero of the Chicago rioters, 
train-wreckers and mail-burners— Is 
opposed to war with Spain. Debs Is 
one of the fellows who fights only with 



Here are the two sides of the Na- 
tional ledger: 

Autlt. 

Amount in Treasury $ 10,000,000 

Cuban bonds 40.000.000 



Total . 



..$150,01 



l.laK, 



Domestic war loan $ 100.000,000 

Funded debt 1,100 .000 ihki 

Floating debt M,oon,(M.» 

Defaulted interest ttO.000 mm. 

Pawning custom bouse 12 000,000 



Total $1,372,000,000 

Of the debt with which Spain is now 



aid of the Rank of Spain 
000,000 by n 
tlon on land 
country. 

Id 1806 
Spain a loan of UflPj 
1897 refused to advance 



CANDY 
CATHARTIC 



I CATHARTIC 

CURE CONSTIPATION 



PA8T01 (i a dime of the Colored Bap- 
tist Church. Louisville, in his sermon, 
urged the Negroes to tight for Spain in- 
stead of America, because, he said, 
Negroes are not well treated here. In 
a coulrmatory interview he says he 
would kill an American Id preference 
to a Spaniard. What's the matter with 
beginning the war by killing this 
Negro? 

Everybody Saya So. 

Cisiareta Can.lv < 'atliart •<-. the most won- 
derful in..<tieitl .Iwovery of tl.o ape, pieas- 



guunitileed to cure by all druggists. 

Hon. John D. While has Sled with the 
Uouse Judiciary Committee an argument 
aKainat the Evans bill providing for the 
division of Kentucky into two Judicial 
Districts 

UrnfneHH Vannot be I u > . ./ 

hy lecal applications, as they canaot reach 
the diseased portion or the ear. There la only 
•ne way to cure Deaf ncaa, and that la by con- 
stitutional remedies. Deafness la cauaed by 
an Inflamed conditio! or the mucous lining- of 
the Eustachaln Tube When thla tube frets 
Inflamed you have a rumbling- aound or Im- 
perfect hearing, and when It Is entirely closod 



Don't fail to place your "ad" in Tiih 
t if vou want the most for four 



on Lawrence t rick .... 

od on'niriis 

o'clock p. m : 

Mitel i.ad a tall mii fa! in Imp,, incut " 

All sums id *.. ami under i-ar.li; over that 
amount a credit id <l. months - ill he (riven 
Note with approved r-ecurii> required. 



op® 




Iff AltlMTION 



•n be taken out and thla tube re- 
stored to Its normal oondltion, hearing will 
be deatroyed forever; nine caace out of ten 
are cauaed by catarrh, which la nothing hut 
an Inflamed condition of the mucous sur- 

We will give One Hundred Dollars for any 
case of Deafneas (cauaed hy catarrh, I that 
cannot be cured hy Halt a Catarrh Cure 
Send for circulars, free. 

F. J. CHENEY * CO.. Toledo. O. 

re*" s.dd by Druggists. 75o. 

tar Hall's Kamllv Hills are the bet) 



No Charge I, 



Ailrt.rUmmrnlmmln 

thr m sx H m of "Help 
Wanted,' 



Wanted." "Lost," "fbtM W L" At ., nfai 
bit nature, and not 10 etceed three tint 
pnve.are |«|| lea*. 

fTSo Ham Ailvrrtlneiif-nf 
without pa,,. 

Ifawwertf.ttl It ?<.».«• thr AV*t lime. 



JOHN W. PORTER. J. H. 

PORTER & CUMMINGS, 

FUNERAL DIRECTORS, 

17 East Second Street. MAYSVILLE, KV. 




WILSON & BASKI 



uVMf u..tt i.ltvrfis, for. W- with the it.tv rtirrr, 
BJ fetltho' Iheu ,irr not imj.osi.tu M us l,u iwiriu 
our/rw minimis 
AdvertUe,ne„t« ran he left at our office or senf 



* "K.N 'S WANTKM For War In Cuba. 
.'\ Miner 'ji sails, i ul.a-i It.- pr-scti tal I v ,- 
Washing!.... In.l..rs.-.| l.v r il.an ia.rli.ta. In I. 

II. .-II. Inns a.llll.ll'l A Inn, I., I/., fnr at. -Ills Ol.lv 

|l Mi 111* '.,,..k, i.lg <-.,inniissl....s t ,,m !v 



Fine City Property, 

MONDAY, APRIL 11, 1898. 

On above date at 2 p.m., In trout of the 
prcmlse-a, 1 will offer for sain to the highest 
l.idd.-r the old Sna-kton Besideinc corner Sec- 
ond stree. and "rave alley. Said residence 



Second street. 
alley 181 feet 4 Inches, 
given with present 



wmsh 



POM SALE 

TjV)B SALE -Limbed am i Wt, 
-T baoco Seed, grown by und* 
from seed grown In 18TS. Toba. 
charaoterlatloa of the original ' 



I^'uTpKlUt 



Public SALE 

Land and Personal 
Property of George 
Wood, Sr., in Mason 
County, Ky. 

Wednesday, March 2d, 1898, 

on the premises near Washington. Ky , offei 
at public -n o the following real and p'etaonal 
estate, town. Tim valuable farm id (i.v.rge 
Wood, 8r, consisting of u ia„,t 4:t". acres id 
land, situated within a yery convenient ills- 
lance of the c I, „, Maysville .... the Mill I'M. 
Turnpike, ihc b. si wee turnpike in Maaoti 
ity. The farm i« well watered, has a One 

res|,|. nee. s.-v.-l-a I. nnui |n, Uses, g.nnl lob... . . 

harna. stables ami uiher .uiibuiuluigs. The 
I arm wip he s.ud as aw hull- or III t.acis t(> suit 

purchasers i n the following very liberal 

terms: Onc-tlllb cah. and the billanee ,luc 
and payable in one. i wo. three and four yeara 
respectively, with nrnrest at « per cent, per 
annum from dale .1 sale. pa. able annually. 
Willi l he privHegeof an c* tension ol I be lasl 
two pHVinenls one v.-ar each, the deterred 
paviuenta to be secured hy a Hen upon the 
land, and the w hole debt to mature upon, In 
fault In any pay in.-nt or interest when due 
Puroha.era will have the privilege of roaklng- 
aa large a caal. payment aa thev deal re. 
The personally consisting- of liogs, Horses. 

rattle, -sh.-. p. l'o,ii. Ag.l. illluial Impl nls 

-lid all aupplles usual on a well stocked tarm. 
rill be sold on a credit of nine months, tor 
rhlch note- will be required, payable in hank 

ed surety. 

SPECIAL MOTICK. 



Did It Ever 



occur to yoa tths 




ir William E, Stallcup 

e udge A. A. Wadawortn 

-lork Ben T. Cox 

Collector and Treao trer J. W. Fitzgerald 

of Poll, e M. J. Donovan 

jaor Jamea Stewart 

Wood and Coal Inspector . . . J. Hanks Durrett 

Wharfmaater CM. Phlater 

City Proeecutor Thomas M. Wood 

City Physician Dr." muel Harover 

City Undertaker O A. Means 4 Son 

KneperAlmshoi.se Mrs Alice Payne 

City Clock Keeper . ..JohnHyac. 

out oornctL. 
UttU «r»t IfofMtnaj Evtninv in Eath afontA 
William R. Stallcup, President. 

nam, 

rtrnt Word. I fourth Ward. 

H. R. Froat, ! H. L. Newell, 

John Derach. : T. H. N. Smith. 

Second Word. Fifth Ward. 

C. B. Pea roe. Jr.. George w . Crowe; 

Ocorge 11. Helser. W. A. Tolle. 

Third Ward. sirth Ward. 

L. C. Hlatterman. J. Ed. Parker. 

John Eltel. Frank Dleterloh. 
The Counollmen are eleoted to serve twn. 



Oonfldenoe Lodge No. M— Meets first Mod. 
' n '" h Lod»e^o m 84^Meets seoond Monda- 
lTe°Cnapter No. v-Meetf third Mon 



m's> a. 



ayavilleCommanderyNo.lt> I 
iday night In each month. 



DeKalb Lodge No. 12— Meets every Tueada. 

Singgold Lodge No. 87— Meets every Wednes 

Inoampment No. v- 

Mondaya Ip every m„_._. 

Canton MayavllleNr »-Meetathlrd onday 
night In eaoh month. 

Priendfrhlp Ix.dge No. «, D. of B.-Meew 
second and fourth Fridays tn eaoh month. 

KNIOBTB OF PTTHIAB. 

UmmtUI Lodge No. 5*— Meets every Frlda r 

°&aVi»111e Dlrlalon No. a D. B — Meets firs. 
Tuesday In every month. 

^ Meets every ThursdSy"^^! In the K. OF 
O. ■. A. 

i No.S-Meets every Wed- 

O. A. H. 

*ott No, 

third Saturdays tn each m ... 

M. C. Hutchlns Camp No. 2, S. of V.— Meet, 
first and third Wednesday's of the month. 

Woman's Belief Corps— Meets seoond and 
fourth Saturdays In each month. 

Maysville Ia.dee*N°Vn8.-Meets first and 
third Tuesdays In eaoh month. 

Maeon J£dire No°8lV-Meets seoond an* 



Monday night. 

Washington C 
ties day nlgbt. 



neaday night. 

s. or t. 
Fidelity Dlvlalon, 8. of T., me 
day night In O. A. H. Hall. 



•tj au^JlookTm P 

| Second The sale of the farm will begin at 

Thlrd-A speelal survey ha* been made or 
the farm and a plat of aame, ilms bu Um SO*. 
oeptlblllty ol division, can be seen at the office 
1be Assignees In Maysville, Ky . who will 
tub any additional Information required 
ipplioatfon. 



Sodality of the B. V. M.— 

Vither Matbew Total _. 
Meow first Sunday in each 

Moffday^'lghnn'each tnonth!" 1 ' MeeU 
Knights of St John-Meets every Tueada; 

"Serman Belief Society-Meets first Monda 
night In eaoh month. 

COLORED 80CIWTIBH. 

M ABO If 10. 

Aoaola Lodge No. 24. F. A. M.-Meeta second 
Wednesday night In each month. 

Mt. Hermon Chapter No. 8, B. A. M.-Meett 
seoond Friday in eaoh month. 

Palestine Cammandery Nr.. 8, K. T.— Meets 
fourth Friday in eaoh month. 

Maysville 8tar°Lodge' No'iB48.-MeeU firai 
and third Friday night In each month. 

Household of Buth No. 87. -MeeU aeon, a 
Thursday night in each month. 

DAUOHT1R8 Or TBS TABBKHAOLB. 

Congo BlverTabernaoleNo. SO.-Meots firsv 
Thursday in eaob month. 

DAOOHTBRB Or THE OOOD SAMARITAN. 

Evans I^odge No. 9.-Meots first Wednesdar 
night In eaoh month. 

o. B. r. 

Good Will Lodge No. 46.-M. 
day and third Wedner" 

Young's Temple N 
night In eaoh month 

MoKlnnevanPost Q N5:i88.-MeeU third Sat- 
urday night In each month. 

Woman's Belief Corps No. S 
Tuesday In ~ 




OODHTT 

Meets Second Monday in Each Month. 
C. D. Newell. Presiding Judge Maysvtll. 



F. P. O'Doni 

Clarence Wood, Clerk 

Sam l>. Perrlne, Sheriff... . 

iafSS^t^H 



i, Jailer... 



-L.Moll 

I D. Wood CoronL 

~ ■ i rgeaa Taylor, Assessor. 
. Blatt 



County Attorney.. . . Maysville 
. .MayavlM. 
..Maysville 



W. Hlatterman. School Sup't 

.Quarterly Court meets Tuesday 

seoond Monday in January, April. July 
and October, and has civil Jurisdiction to 

the amountof 1300.1 



ly.vlll. 
.ysvUle 
iysvtUt> 



Hon. J. P. Harbeson. Judge.... 1 
Kd. Itaum. Commonwealth Att'y- 

M. Woodward. Clerk *.., 

Kehoe, MasterCommlssloner 
-Courts dfast- 
Maaon-At Mayevllle flrat Monday In Febru- 
ary and June and third Monday tn November. 

Fleming- At Flemlngaburg first Monday la 
JanuaryTruetalay after fourth Mondayln Aprli 
and third Monday In September. 
Greenup— AtOreenup first Mondayln April, 
klrd Mondayln Julyand first Monday In No- 
ember. 

Lowla-AtVanoe 



CKTO HAVANA 

■ Court of Inquiry Will Fin- 
A at Key West Wednesday. 

, Nothing New is Known Regarding the 
Explosion on the Maine. 




[ Key Wfst. Fla, March a. -The sec- 
d day's session of the court of i il- 
ls over, and nothing new is 
n regarding the fate of the Maine, 
I all events outside the members of 
Se court. Some who confidently de- 
"clared a week ago that the court had 
already found that the vessel was in- 
tentionally blown up have modified 
this couviction aud, for the most part 
admit that such reports must have 
been based largely on speculation. 

Even naval officers are apparently 
as much in the dark as the civilians as 
to what the court's opinion is at the 
present moment Excellent progress 
has been made in the examinations 
aad the court will probably finish its 
work here Wednesday, when its mem- 
ber* will be taken back to Havana on 
the Mangrove. Interest in the pro- 
ceedings Bagged somewhat Tuesday, 
owing to the utter futility of all at- 
tempts to gratify the general curi- 




A correspondent placed before one 
of the members of the court the letter 
signed "Maquinista" (machinist), giv- 

cartridges and their subsequent ex- 
plosion by electric wires. The member 
of the court In question said that 
neither the letter nor its developments 
had been officially lie fore the court. The 
Cubans here are constantly receiving 
missives from Havana purporting to re- 
veal the way in w hich the Maine was- 
sent to destruction, but as lbs r« are as 
many suggestions of theories as there 
are letters, little reliance can be placed 
upon any. The general 



loved, t 



Th 



flee 



plated. Adm. Sicard, when questioned 
on this point Tuesday afternoon, mere- 
ly reiterated his remark of Monday: 
"There is no movemrut to-day, Tin- 
ships have steam up always and they 
can go anywhere." 

The tug boat Merritt passed here at 
sunset with a large seow iu tow and 
other wreckuge apparatus. She Is 
bound for Havana. 

The report that remnants of a sub- 
marine mine, alleged tO have been 
raised by the United States naval 
divers at Havana with the electrical 
wires with which they hail been en- 
tangled, were brought' here on Sunday 

menu is denied in high official quar- 
ters. 

Capt. Merrill, who is in charge of 
the artillery here, expected Gen. Wes- 
ley Merritt Tuesday by the Mascotte, 
but Gen. Merritt did not arrive. 

Kky VVkbt, Kla., March U. -The sec- 
ond days session here of the United 
States court of inquiry into the loss of 
the battleship Maine in the harbor of 
Havana on February 15 began in the 
United StaU-s district courthouse 
shortly after one o'clock Tuesday 
morning. Most of the officers who 
were examined Monday had been in- 
formed that they might be recalled, 
and the lieutenants and cadets of the 
lost warship were all on hand, though 
it is reported that they will not be re- 
examined until the court returns from 
its second visit to Havana. Uroups of 
enlisted men also gathered about the 
court-room door awaiting thi-ir turn to 

be examined. 



left at the Tortugas for about 
quarantine, ami four woum 

urday last will lie brought on 
Torpadoltoat Talbot'l Trial 
Bristol, R. L, March a.— 
torpedo boat Talbot was put < 
regulation 13-knot course in Ni 
sett bay Tuesday for her first trial, 
and developed an average speed of 
17.6 knots. The trial was made against 
a strong head tide and ino pounds 
steam pressure was kept up during the 
trip. 



THE FLEET 

*H«adlomii to "tart for Havana. 

CmcAOO, March A special to the 
Chronicle from Key West says: 

The fleet here made up of the New 
York. Iowa, Marblehead, Montgomery, 
Nashville, Cushing and Ericssjn, as 
well as three battleships, Indiana, 
Texas and Massachusetts, now at Dry 



selves in readiness to start for Havana 
at the tap of the drum. 

The Detroit has left here for the Dry 
Tortugas, where she will join tho 
squadron. 

The orders came from Secretary 
Long In Washington to Adm. Sk-ard, 
and are said to be based on information 
n ire.l from Havana by the captain of 
the llache, United States coast survey 
boat, which left Key West for Havana 
Monday. 

The captain of the Hachc told such a 
story of the heated state of Havana 
pubiic and the probability of a riot at 
any moment, and danger to Americans 
now in Havana to flow therefrom that 
Secretary Long made the order indi- 



Bjer 



the 



;ed States that the Maine's retuaii 
t not be removed, and that woi 
t stop until the government r 
M the report of the United Sttttl 
•t of inquiry. 




WELL-KNOWN MERCHANT 

f gpartannourg, S. C, Kill™! bf l>r. 8. 



was shot and killed by Dr. S. J. 
ens, a prominent dentist, Jlieren 
tcred the deceased's store with a | 
in each hand and without war 
shot Trimmier three times, one 
entering the heart and causing 
stant death. Trimmier s son als< 
painfully wounded in the left li 
The cause of the murder is a mys 
as the men had been elosi friends. 



DE LOME 
ii I ill ^ \ Ity tmlignan 



TROT. N. V., March 



n's fo 



Senor Dupui 

efligy in this city Tuesday and the 
police had to be called upon to dis- 
perse a crowd of about one hundred 
people, who bad assembled to hurl 
epithets at the object of their scorn. 
Placards on the effigy were thus in- 
scribed: ■•Hang Da Lome, V. II K." 
and ' Sucker iv Lome, V. ft It. club." 
The police carried the effigy to the po- 
station amid cries of derision. 

The \ /. . Arrive, at Havana. 
Havana. March -'.—The Spanish 
cruiser Vizeaya arrived olf Morro QUI 
tie at 0 o'clock Tuesday afternoon afte 
a good voyage from New York. Sh 
was met by scores of steam luunelu 
and gaily decorated yachts with ban ll 



e.l V 



I Febn 
e fot 



e shout 



trail, which were brough 
guay. The men were evidently from 
Dawson, as they had a small amount 

of gold with them, The] I) ad not be n 

identified when the steamer Scotia 
left. 



t -m rating Near ri.iii ..- Mead* 

London, March 'J. — A special .lis- 
patch from Shanghai says: "The Unit- 
ed States squadron is concentrated at 
Hong Kong with a view of active op- 
erations against Manila, Philippine is- 
lands, in the event of an outbreak of 



Un 



Spain. The squadron, w hich is pow- 
erful, includes the cruisers (llympia, 
Koston. Kalcigh, Concord aud 1'etrel. 
Michigan Town Nearly PaaMOfXl bf Fire. 

Watkksmkk.t. Mich., March a. -Fire 
has destroyed nearly the whole busi- 



f, C. I'uyne ,<fc Co., was the 
i structure on Main street 
Bd. There was no water 



New York. Marcb a.— Adm. Bunce, 
commandant at the navy yard, received 
permission from Washing-ton Tuesday 
to open a subscription list at the navy 
yard for the benefit of the families of 
the men killed by the explosion on the 
Maine. The list wee posted at onue. 



Monthly Treamiry Klaleoienl. 

Waniiinhton, March 'J.— The monthly 
treasury statement of the public debt 
shows that the debtU ss cash in the 
treasury at the close of business Mon- 
day amounted to 81.011). 104.310. a de- 
• for.., he month of it,«9T,tM 
leer«^p is accounted for by a 
corresponding increase in the cash. 

Torpedo float W In.lnw (lot of I>rj llork. 

Nohkoi.k. Va., March 3. — The torpedo 
boat Wiuslow came out of the dry- 
dock at the navy yard Tuesday und 
s.oh d W, dnesdav morning, presum- 
ably for Key West 

Hon. tinting scared. 

London, March a. — Advices from 
Spain Tuesday tell of a growing war 
scare, feu by the reports of military 
preparations by the Lnited State*. 



HEROIC METHOD condensed news 



Adopted by the Magnates of the 
National Baseball League 



For the Suppression of Obscene, In- 
decent and Vulgar Language 



On the IU1I Field -The I-rnxl.loni of Thl. 
Meaiinre Are Mont Sweeping, anil Pro- 
vide for the Trial of Oulltj IVnuraa 



St. Louis, March 3. -At the after- 
noon session of the magnates of the 
National league, baseball. Tuesday, 
measures were adopted for the sup- 
pression of rowdyism and vulgarity at 

As*the unanimous views of the com- 
mittee, Chairman Brush submitted a 
report entitled: 

"A measure for the suppression of 
obscene, Indecent and vulvar language 
upon the ball field by players engaged 



tion of professional ball clubs, to the 
end that the game may retain its high 
position as respec table and worthy of 
the confidence and support of the re- 
fined and cultured classes of American 
citizenship." 

A vote was taken on the measure and 
it was adopted unanimously. 

In pursuance of this measure of re- 



ions of 



^The measure provides that the -eg- 

by every player and employe in tho 
league, who shall then lie obliged to 
sign them for the purpose of showing 
that this legislation had been brought 
to their attention. 

It is provided that it shall be compe- 
tent for any person or persons, wheth- 
er player, manager, umpire, slab offi- 
cial of any club, or spectator, to sub- 
mit information and testimony in 
writing under outli concerning ob- 

during the progress of a game by a 



the Country 
By Telegraph. 

Retired Chief Engineer Wm. H. 
Rutherford, of the U. S. navy, died in 
llarrisburg. Pa, Tuesday. 

Tuesday's statement of the condi- 
tion of the treasury shows: Available 
cash balance, D ."Ja,. r .Hl,'i(i:t; gold reserve, 
»107.6J3,183. 

The wool market of Boston remains 
quiet and the tone is a little easier. 
Dealer! regard the outlook ns strong, 
and there is no attempt to force prices. 

Anew Issue of counterfeit $3 treas- 
ury note discovered by the secret ser- 
vice some time ago has tnade Its a - 
pearance. This note bears check let- 
ter II and plate number M. 

The deoth of M. Dudley Ifean, in New 
York, was announced Tuesday. Mr. 
llean was best kuown as one of the 
founders of the American Geographical 
society. Mr. Hean was born in tan- 
din, N. H, 

The condition of the crown princess 
Stephanie, grows w orse. She is suffer- 
ing from inflammation of the lungs, a 
result of an attack of inline n/.a, and it 
is spreading to an extent which makes 
her condition critical. 

Thomas O. Uennett. president of the 
Winchester Repeating Arms Co., de- 
nies the truth of a published report 
that his company has suspended tho 
manufacture of sporting guns in order 
to fill a government order. 

The secretary of the treasury has 



from one port in Canada to another. 

floated in the drydock in the Brooklyn 
navy yard, where she has been under- 
going repairs for several months. It 
is the intention to have the Dolphin 
ready to go into commission March IL 
The accomplices of Karditza. I Maee- 
donian workman named tieorgii, has 
la-en arrested. Karditza ami tieorgii, 
on Saturday lust, attempted to Mae* 
sinate King ' 



> of 



the 



-Age. 

The accused shall be notified to ap- 
pear before a tribunal of three judges 
selected by the league, who shall have 
absolute authority to acquit or convict 
upon the evidence submitted. 

The penalties for using obscene, in- 
decent or vulgar language within the 
kg and interest of this measure 



ity to a spectator or within the pres- 
ence of spectators and within the hear- 
ing of ladies, should debar the offender 
forever from service with his club, or 
any other club, member of this league. 



inbjec 



The 



1 1 1 i - 



counsel, if he elects, in which event 
the president of the tribunal shall call a 
meeting of said board at some city to 
be selected by him, most convenient to 
the inemlM-rs and the accused. 

That justice may be done and no 
wrong committed, it shall be eompe- 
tent for either parties to a case sub- 
mitted to a tribunal to show under 
oath the character and standing of 



1, |.. 



cision by the tribunal or a majority 
for a rehearing or a reopening of I 
case except by uuuuiiuous vote of the 
board of directors, based upon new 

The tribunal shall be selected by the 
National league with due regard for 
fitness, integrity, knowledge of ana 
interest in the national game of base- 
ball. One of Its m rabers shall be 
designated president of the tribunal, 
and no one shall be a member who is 
financially interested in a club, mem- 
ber of this league. 

The first tribunal uudcr this provis- 
ion shall be composed of L. C. Krnut- 
hoff, of Kansas City, who shall be 
selected to serve three years; Louis 
Kramer, of Cincinnati, who shall serve 
two years, and Frederick K. Stearns, 
of Detroit, Mich., who shall serve OCM 
year; and beginning with IWt, and 
•ach year thereafter, there shall la- 
me member selected to serve three 
yeara 

If a player under suspension pend- 
ng Investigation should lie acquitted 
ly the tribunal, his salary .shall be 
-laid by the president of the league 
for the time he was under suspen- 



AHiiisuniN. March 3.— Senator 
aker has gone tot'olurubuson law 1 
and expects to be In Ohio I 



whi! 



, IV 



■s. Ma, 



ring- 



has offered £15.(100 for the Argentine 
steamer Britannia, ( apt. Arsteg, now 
lying at Biieuris Ayres. with the view 
of using her us an armed transport iu 
the event of trouble w ith Argentina. 

Roswell Miller, president of the Mil- 
waukee & St. Puul road, staled Tues- 
day that it bad been dedded to equip 
the Chicago & Evanston division of 
the road with an clectrie trolley sys- 
tem. This branch of the svstem ll ' 
voted exclusively to suburban sen 

Mate Assemblyman Ucekes ha.- 
troduced a bill permitting non-pr. 



charged at any such games or sports. 

A druggist of Olatlie. Kan., has be n 
refused a permit to sell liquor. This 
is the first permit applied for iu this 
place under the present law. and it 
was for signing this druggists' peti- 
tion that ex-liov. St. John, the former 
prohibition leader, was denounced a 
week ago by the W. Q T. L'. 

Prince Philip, of Sax.-l o hurg-liotha, 
has taken the preliminary steps to ob- 
tain a divorce from his wife, the Prin- 
ter of King Leopold 'I he ease »',.'. I ',- 

heard after the marriage of their 

younger brother of the empress. 

The Victorian, the third vessel a Id. d 
to the Pacific Coast Steamship Co. 'a 
regular Alaska fleet, has sailed for the. 
north carrying 3J5 pa^-engers bound 
for the Yukon gold fields. This is tho 
Vletorian'l first run to Alaska. The 
steamer Scotia has arrived from 
ekaguay with about M passenger* 

Lieut. Commander Charles Hender- 
son Craven. U. S. N., (retired) died In 
Washington Tuesday, aged 55 years. 
He was the eldest sou of the late Kr. 
^dm. Thomas T. Craven, an.i was born 
at Fort Preble. Me., he was graduated 
from the navy academy in 1S«0 and 
rendered efticieiit service in the late 

At Constantinople the press 
suppressed the news of the att< 
made on Saturday last to assassi 
the king of (ireece. The newspapers 
were prohibited from even mentioning 
the thanksgiving service in commem- 
oration of his majesty's escape from 
death, celebrated at the Greek lega- 
tion. 

Aclor Meredith III*, of |-»ralj.i». 

New York, March 3 — Harry Mere- 
dith, an actor w ho has played in all tho 
principal cities of the Ui ' 
died here Tuesday, aged Ob years, of 
parnly; 



THE EXPEDITION 

For the Relief of the Klondike 
Miners Abandoned. 



War Department Convinced That No 
Necessity Exists For It. 



Cnngrraa to Ti«ke A 



Washington, March 2 — The war de- 
partment has decided to abandon its 
expedition for the relief of the miners 
in the Klondike country, because tho 
conclusion has been reached Unit no 
neressity exists for it. Secretary Al- 
ger has written a letter to Senator 
Haw ley. chairman of the senate com- 
mittee on military affairs, explaining 



r the expedition, including the 
er which have just arrived 
irwav, aud to abandon the project 

tircly. 

in Ins letter Secretary Alger says 
■ Conditions OB the Yukon have 

■nged so as to render the expedition 
ineceesary, and that Gen. Miles and 

ioth ag: 



Oixomssri division chsbapbasbai 



Baal | No. M...h.Bi p. m.4 
1 Ho. »...TI«.p\a..f 
No. 4. JKB p.B> 



., Philadelphia 10:1ft s. 



Pul.man Sleeping Car Berries to Richmond 
anil Old Point Comf ' " 

Direct oonnnetlo 
West and South. 

No*. 1, 2. 3 and 4 



s.-w, 



Depot.0 rand Can- 



't by 1 



mfHclenl to reimburse the government 

for ineir cost. li,. savs he has lieen 
IV red 1100 . ach for 100 Ol them. This 



lution for the erection ill statuary hall 
in the Capitol building of a bronze 
tablet to commemorate the officers aud 
men of the battleship Maine was re- 
ported Tuesday in the senate from the 

Morrill, of Vermont, thought there 
light be a more appropriate place for 



Tele- 
1142. *Dsllr. 
twi7 except 8un- 
ilsy. tSiinilsv only. 

- pl'srlorCar. HH p 

and arrive nneliinati 



•l-Mir.pm k w'h.Ii . Halt . Phils, slid N. 

V.. with (IP inir rsr.. 
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y..wlth rlllllnir-esr.ltny. 
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■ 11 ;i e.nne ,\ MiiiHnnro r..T . 
1> ('ilium., Zan . Wheeling, 
I'ltm. 11 ml Shu. finy Kx 
s Oil 11 in.. Zhii.. Wheeling 



anil Hilts. Nl»r!it Hx 
CmcnriaM ami (VlumhuK. 

Ksrly Morning Kxiireno 
fnliimhiis. Z1111 anil Wln-el- 
Intr Feet ExprciM 

1 nluillPlll. Ne« K r k . /.Miles 



• T-ao'pni 
♦10:15 sm 

5:46 pm 

7:80 sm 

7:30 am 

♦12:S5pm 



t. boutj Limited, direct 

eiilmeetiom. for ill! 




NEW ORLEANS 
VIA MEMPHIS. 

2:55 p. m. Exprew. daily, had free Kecllnlng 

rhmrCaranil Pullman HufT.t s pm „ ( - Mr . 

Cincinnati to New Oilesns, through Memphis. 

ijgjw Orleann. through Mempoli. without 
'."r(I It Wnrfi-1. A- 




m. for Paris. L«m 



Middlesborough. Cumberland 

Frankfort. Louisville and points on H. 



news that N Apache Indians were 
passing through the lower edge of the 

county, en routs for Florida, erhenea 
they will proceed to Cuba, The In- 
dians had come on boreebaOM ull the 
way from the Indian terri 
were fully armed end their cinef said 
they would be taken off the coast in a 
filibuster, which would land tlicm on 
Cuban shores, where they would ally 
themselves with the insurgents. 



Ma>svhlesi I ^5 p. ui.lor Parts, tan- 



FRANKFORT AND 
CINCINNATI RAILWAY. 



FRANKFORT. 

GEORGETOWN, 

CARLISLE, 

MAYSVILLE. 




Vbai. Calves— Fair to >r»od lixtu. sson^-l 7J; 
comuioo aud large, $S.7S«A.V75; extras. 17. ou 

T1T*. March I. 
Whbat - March. tl.Ubtt: Mar. li t**: 
July. DISe: Sepi.-ml~-r. 7s „•. !>. . , tuber. 7 '..■„ 
COBS -March, »l»c; May, IUV; July. 31 -»oj 
September, no. 
OATS-Msrch. 25V: May. S5\o: July, S4«»o. 
HASLBT-Caah No. J. saa*>i. 
Krs -Cash, 4»*c, May. tO%a. 

PiTTascaoe, March 1. 
Cat-TLB— Prim^, Hvoi(i».oO; eouimon, la .oa 
4.U0: bulla, ataga and oows. klouai-UO, 

Hoos-Prime uisUlum. KasaiS; beat heavy 
Yorkers. (4. l*a«.ai. light Yorkers, H.00®! Uf.; 
ho<s, KIOB4.30: good roughs. K.5at>iL75, 

M ■ Mp 



n agent of the 1'nited S 
t for the purchase of two 
warships that are now building in 
lireat Kritain. No detaila of the pur- 



CBICAOO OIViaiOM. 

«•«■(. JV.irth and AorWnrMt. 
mtlhuled Trains. Dining Cart. Wagnsi 

tt Bleep 



V SAL C 



WAsniMiToN, March 2.— The house 
■slop ted a report Tuesday by election 
committee No. 1 to seat Oscar \V. Un- 
derwood, of the Itlrmingham (Ala.) 
district. U. B. Crowe was the con- 

'"stTiNKv! K. A W.,- M^rTh a.— A ter- 
rific hurricane has devastated Mace- 
donia, doing great damage to shipping-. 
The hurricane also swept over the 
Lost Loyalty, and tank a French guu- 



AMaj 7 

aenger atatlo 
ofirthntrtiei 



™ d«:15 a.m. d» 3l a.n 
1 di^p.m. 1 fl :10 p.m. 



*7mI. Soutk find A 
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Hcv Clark of Tilton visited Rev. A. P 
Jones last week. 

Miss Bramel of Gilead is the guest of 
Mrs. L. T. QMblM. 



Miss Hattie Garwood of KwinRistbe 
guest of Mrs. Mary O'Bannon. 

Mr. John Alexander of Maysville was 
bora on business one day last week. 

Miss Lulu Hcbwin of Covington, [ad . 
visited Miss Linna Turner last week. 

Mrs. Marcia Clark or Wedonia is visit- 
ing ber daughter. Mrs Dr. Gckman. 

Miss Lillie Or*** ot Mt. Sterling was 
the guest of Miss Maude Muse last week 

Mr. and Mrs .J W Ooddafd will move 
into the residence <>f W. M Collins this 

Misses Amy Ball and Kannie Kelly 
will give a social at the Gaebke Uouie 
next Tuesday night. 

C. A Kelly will move this week to the 
property on the Fiemintsburg pike lately 
vacated by Dennis Dale 

FOXPORT FANCIES. 



Every oil /.en mi l every merchant and 
property-holder is itirootly Interested In this 
matter, and it is hoped that the responses will 
lie prompt, numerous and to in rous. 

Donot wait Tor ti e Committee to call on you 
but send your name with the an mint you 
wish to subscribe to Tin: Ltt »nn office, or 
Bive li toany trcnib. rof the Committee. 



U1IKK.W 



inn 



hlte. Ju.l.i • 

oo 

j CfcMMwath 

Ceorsre L. 60S. 

Win. worm aid . 

W R and J. A. 



Homiiiy HUanlna* Baa Yalunt Corm/mud- ( ^.„ rll \. | llrll , r . 

I^e Ac H»t!en*ror : 
OH P Thomas 

* Co 

Patrick O. Vox. 

M Its vis 

John Kltcl. . . 
0*0 W Cruwell 
Dinar Dndtoa.. li 
BaJUMrob'iaOo : 
Kllpp 4 Itrown. 

MiteaeiaO'H're 

1'. J. Murphy 
tMinon Nelson. 
A. N. Huff. 



Mrs .1 E Hobbitt is on tfcesick list 

Mr Mart Bailor is visiting at this place. 

O. W Martin and wife were in Mays- 
ville Mondsy. 

Three of Mr. Lawrence 1 family are 
down with pneumonia. 

Mr. and Mrs 0 B. Mayhugh were call- 
ing on friends at Mt Carmel Sunday eve 

Mr and Mrs .1 W. Ooddard of Mt 
Carmel »e e calling on borne folks Satur 
day and Sunday 

Rev A U. Eilis filled his regular ap 
pointment at the B.tptist Church Satui- 
dsy an.) Sunday. 



m'nn&Co ft M 



^ .ierMurni Sit J 

.lames N.Kehoe I 
Hubert lllsset. 
John M. Hunt : 
H. B Owens. . 
Harkley it Co. 
Nesbltl Sc Co. I 
C. n J Wee, Jr I 
John Duley. . 
K. P. Jenkins 
K P, Pnrtnan . 
John Mullen iri r 
St.C Htit.h son I 

W. B. BtaUoup 

Albert Hill .. 

ThoaipsoaAMo- 

Leoouda'LkVl'j 
K. K. Hoetticli 
WaisonJit'o . 
Jhiiips Ilarhour 

Bobrn noklia 



■ Murk we I 
. L Mirkw 



,li ISM B. Bjopi r 

H M. n!'»'."."' 
llr.it Blebi sou 



brother. Taylor Rtgdop of Mudlick. Sat 
urdav and Sunday. 

P. V Martin, formerly of this place but 
now of Sprinndaie. »«< calling on friends 
and relatives Saturday and Sunday. 

Will Davis and wife after a week s 
visit among friends and relatives, re 
turned to their home at LewisburK Tues- 
day. 

Harry Markweli. Heben Million and 
little sisters. Pearl and Mabel, spent Sat 
orday and Sunday with K .1 Million of 
Nepton 



Simon Davis. 
OlriV Mm Club 
J. L. Nicholson. 

jMIIIHi-Has-c 



r, iu l> P Parker 
J.-) m w.,<id liros . 
I Ed.tiluun .v I 'o. 



mi 



'on, IT, liter III INI 



Hi <m 



Kurtzman 
Pianos 

. Have for years been known as amonc 
the best. Over 10,000 are in use 11 
Cincinnati and surrounding territory 
These celebrated instruments are now 

Better Than Ever, 

As they contain recent , 
greatly enhancing their musicil worth, i 
which cannot be obtained elsevl.i rc. j 
We are sole representatives and intt i : 
tug purchasers will avoid errors and mi. 
understanding by conferring with i. 

Ernest Urchs & O 

i2- m w. ah st. gyscJN'NA:' 



.1 II ( ,M„l»;u- -, oo 
, II. Trax.-I i .. '.i 
II I> Newell in HI 



( oelimn llros 



I Woodward, 

Mill. .lie IISOII 
" iy»vlllel\C.T 



''CrF' 
stid'ti.' H 



Mrs J. J'MT«i r 
i.e., H Travel 
January JtWood 



.1 K and 

Marfn 

M mi Henrv Demeh. 
Wm.Tniiiis.Ji 
W. Jl.Wads* ti 
• >rt .... 
Kosi. 



. p» m l» P. <)r« 



-. mi Penr> 



providlntf for the collection of bai-k 

sui.l spirits, some of the frfenda of the bill 
b. line I lie anuiuln.e.lt w.ll render the bill uu- 

toaatlwueaai 



TUB CHIME OF 1873 " 

A few months ago the Hon William 
Jennings Bryau, late Presidential candi 
date. "Boy Orator of the Platte." Mexi- 
can explorer, calamity howler in-chief, 
etc., etc., etc , paid a visit to Topeka, 

Km. 

The "City Fathers" in that metropolis 
• if the fieak state, desiring to show their 
distinguish, d guest the sights and won- 
ders of the town, waited upon bim in a 
body and tendered their services as 
guides and hosts. 

Their offer was accepted by the silver- 
tongued orator with as much alacrity as 
le displayed in accept ion the fret — and 
mlimiied— transportation furnished bits 
luring the last campaign. 

In the course of their rouuds the party 
reached the huge Insane Asylum that a 
Providence haa thoughtfully seen 
have appropriately located in a city 
itate where there is a crying need 
uch institutions. As they passed 
gh a corridor in one of the buildings j 

eil so eminently sane ibat Mr. Bryan ! 
>ed and inquired the reason for his 
being confined in such a place. The 
replied that be w is a crank on the | 
ect of flying machines, and then pro- | 
ceeded to tell a pitiful story, according to 
which, just as be was on the point of rev 
ionizing the modes of terrestrial loco 
on, some rivals hadlconspired against 
him to rob him of the fruits of his many 
years' labor and research. Accordingly, 
tbey bad falsely accused bim of being 
mentally unsound, and had caused bim 
be committed to tbe asylum as insane. 
"And what are you here for?" in 
ijuired tbe self-imagined victim of his dis- 
tinguished questioner. 

Oh, I'm a crank, too," good naturedly 
replied tbe champion of the white metal. 

I believe in the free and unlimited coin 
age of silver at the ratio of lfl silver dol- 
ars to every 1 of gold, without tbe con 
lent of any other Nation on earth." 

"What!" exclaimed the flying machine 
•rank, "without regard to the intrinsic 
or market value of the same, or of the 
commercial ratio of tbe two metals?" 

Yes, sir; free and unlimited coinage 
st 10 to 1 is my eternal motto," answered 
. Bryan. 

Well, you can't stay here, then, my 
friend," replied tbe lunatic. "You're 
nsane; you're a dam fool! You'll 
have to go to an Idiot Asylum " 

It is reported that Mr. Bryan during 
ibe rest of bis stay in Kansas firmly but 
politely declined to visit any other In- 
sane Asylum. 



FIFTIETH ANNIVERSARY. 

The I .it.-i .... i 1 1 1 1 1 1 Newspaper Kier I'uli. 
Ilshed In This Country. 

LwrumfJjfc Ky., March 8. — The 
Louisville Anzeiger, the oldest German 
paper in the south, celebrated its fif- 
tieth anniversary Tuesday by the pub- 
lication of a gold edition. As it con- 
tains 1«5 pages, it is probably the 
l»TV**t German paper ever published 
la this country. It contains a 
complete history of the city of 
Louisville, state of Kentucky, as 
well as many interesting features 
of the southern country. Part of the 
paper is printed in the English lan- 
guage and a large edition will be sent 
"atherlaud. An interesting 
s the fact that the foreign 
s enclosed in a leather case 
ame of the subscriber beauti- 
fully lettered on the outside. 

MURDER AT MAYFIELD. 

Sam Clark shoot, and Mortally WoumU 
8tev« R. 1'sriicy. 

Padicah, Ky., March 3.— In Muy- 
fiehl Sam I lark, auctioneer and mer- 
chant, shot and mortally wounded 
Steve R. Carney, of that city, who is 
of the Western District To- 
nehouse Co., which controls 
the best part of the trade in this end 
of the state. The men had had words 
t some small business matter and 
t went away. He returned and 
d Carney to the door of the oflice 
he local Mayfield warehonse and 
out a word opened iire with a pis- 



tbe New York r< 



HAYS * CO. 



From ibe cheapest to the finest It will pay you 
before purchasing the material to have one built W<> can s< II von m fine 
Heady Made Skirt for less money thtin you can buy the goods G«BviaM 
yourself by looking. 

STAMPED LINENS. 

We have just received the most complete nssoriment of these jjonds 
ever shown in this city Large «.z« Doilies from Uc up The new style 
in Hofa Pillows. Cent, rpicces. !' ■< tore Frames. I able l overs. Laundry 
Bags. etc. These articles will be sold at our usual low cash prices. 
Please call and look at them. 

New York Store. 



Special list of Sales People connected with our Store: 

MISS FANNIE OOLLENS I'KIN, MR GEOUOE BATCH, 
MISS NANNIE THOMPSON. MK U C. DtcWITr. „ 

MISS ALICE CIA) ON EY, MAS FEB OENE BHITI ON 



SEASONABLE DRYGOODS 

FANCY AND STAPLE. 

CARPETS, OILCLOTHS, MATTINGS . 8288?* tSjf, 

GEO. COX & SON. 

UpBeffiuuing Tuesday. March 1st. aud ou the first of each month thereafter, 
we will give free to every lady visiting; our store a copy of "Modes and Fab- 
rics," a monthly Journal of fashion and literature. . 



■SfMrj Met si 
m! f. Marni.'" 

Jnbn IIM.I. 

John O K. , t. 



Jnhnrrani'. .'.(HI — 

T. K. HI11-.1. i 1(1) Total (I. 
Wiu. f.. Ilr..»...- . in 

AUDITION all Sl DBCItlPltONn 
The following* ad.lltlonsl contribution 
gratefully acknowledged : 



W. E Newell, Fin and Life Instil 



Immense! 



Seed Potatoes, ;'I r VJ u „, 
Onion Sets, 
(iarden Seeds, 
Melon Seeds, 
Seed Sweet Potatoes, 

Y hnl„sale and It. lull 



■st. Carney has a wife and family 
ere. Clark also has a family. There 
> great indignation over Clark's deed 
i .Mayfield and here. 



Mr. 



eed 



bill in the house T 
repeal the charter of the .Southern Pa- 
cific Co., and declaring an emergency 
because of the refusal of said company 
to pay the tstatc a franchise tax. There 
is not enough of the session left to 
make probable, if possible, the pas- 
sage of any bill introduced at thissta^e. 
Kneountrr With » Mr*JSM* 

M r BfMUMi Ky.. March a.— Short- 
ly after midnight Charles Thomas, son 
of the proprietor of a store at BwiBg> 
ton, discovered ;i man crawling through 
the window. Us raised uti In hU b*d, 
when the bur_'lur mad.- ut him with nn 
ax. ThonUU ral«*Kl his uKu.l and fire.l 
two -huts ut his would-be murderer, 
but both shots missed. It Iriyhtem i 
the robta-r awtiy however, ii'i.i he u- : • 
his but and ax in his hurried l*5*pa, 
To Watch in.' Win.i-t i> «.f tb. Lawjalatar. 

I RAxyurOwr, ivy.. March t, Tha fol- 
lowing delegation of Covington :m . 
Newport otheiius arrived Tiles lav 
nlg*l to wiitch the closing dnvs oi tb 

wsatoi 



DON'T 

MISS 

IT! 



nd Ere 



Men 



Mil 



of Net 



ing« 



W. E.l Miller of 
tthlnook and Joe I 
> here 'l'u -scla.v looking ; 

loffton matters. 



A| P tft si..iuj> l>.-|>u.). 

Uit HMo.M. Ky., March J.- Neul lien 
nett, assistant ensbier of tlie Eiu-iiiei.s 
nationul bnuk, and a nephew of Stut 
Sinutor Joiin Heniu tt. hits bee i ap. 
pointed by Collector Yerkcs us Slar0| 
deputy here, aud will take char/, 
when the revenue ohiee is removed t. 
Danville. Tb* place i» worth fioi . 
|5W to $1*00 a year. 



.Y. To cut down our stock and 
iintke way for nev» lines every 
tiling: we handle will be sold at 
prieefl lliat look ruinous tt> us. 
Tins is a graud opportunity to 
lovers of nice China. We have the 
goods. Are going to sell then?. 
Can save you money. 
.'. Our Cheap Counters for ten 
days shall be devoted to 10c. and 
25c. sacrifices. 

.V Next week our great Haviland 
China Sale will take place. 



MORRIS C. HUTCHINS, 

(Ex-COCKTY JUDOa.1 

ATT0KNKY AND COIJNSBLOR AT LAW, 

14 f Ol'KT HTKIIT. 



Dr. J. H. Samuel, 

PH IS MCI A Nand 8URU EON 



C.D.Rnssell&Co. 



T. H. N. SMITH, 

DENTIST. 

N, No. I HO W s ,,| 81. - Ur. K.tb'i 014 St. 



y Dentist tlmt manufacture) 

I. No danrer. Alwajr • rreah. ArtUV 
h heat Id thodt ' 



best loothwanh known to the |.r..l esolon. 
Telephone No w. »t r. M.leiice. when mr 



State National Bank 

MAYSVILLE, KY. 



CAPITAL STOCK.. $100,000 



— DO A GKNKKAL BAN KINO BUSINESS.— 



I* 40 WKST SEC0? 



>t New Crop Mola.ao*. New 
mi. . (ireea and I 

' ' arades. The | 



IyOI 1HVI1.1.K. Ky., ;»,u.-eli J. — 
Kate Thouip-on." of X .. 1ST Phi 
Btreet, found Iter diamonds. d.i 
il.800. in an aah barrel To I ■ I tv 0) I I 
iny. They bad b**B thro.vn m tin i.r 
by a careless scrvunt. The j.-v. • 
were dainag-ed to the extent o. ... IU 



n half a century H'.'o, nn . n 
e founder of the ( hrisL.un du 
on. AleMinder t MBpbt I • 1 



WILLIAM D. COCHRAN, 

Attorney aid Counsellor at Law. 

ill C0IKT STUKfcT. MAVS\ILI.K, k¥. 



Dr. P. G. SMOOT, 

General Practitioner of Medloln*. 
ttueelalattent onclvcndlseascauf 

EYE, EAR, N08fe\ THROAT. 

( OHloe Hon 
We« Third 



Hoastad Ooffves auil T« 

larrest and beat aseorted stock of 

(J.KHls, Kancr Uroceries — " 



Table lielli-aeies 

the eltv. ll.x>da delivered to any par« <>' i 
he oltjr fr«e of ohart* for delivery. A ati 



RB.Lovel 



THK LEADI*« OR0CKH. 



women in Central KenttieUy. ■ M 
stricken with paralysis at 0 B l t*f> 11:11 
and died. 



(>ni.\ ii i r. Ky., March a.— Thomas 
R .se hanircd hiuiself to an apple trw 
in his garden, and was found d ad 
The cause is not known. 



CURRAN&COX, 

HK.AIj estate, 

EM RE INSURANCE. 



LINGENFELSER & BRO. 

Daily 
Meat Market. 

17 West Second St. i hqnk : ,h. 



MILTON JOHNSON, 

Attoi-n.-y at Law. 

• - • • MiYSVIU,*. KY. 



LITIS H. LAXUIAR, ■ •. 

OPTiOUK, 
No. 411 west Nlntb 
street, Cincinnati, O., 

So^.^.S'Tg 

on Thursday, Mar. ad, 



